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BILL NO. S-77-06- 


■=3 


SPECIAL ORDINANCE NO. S' 




AN ORDINANCE approving a contract 
with CLOW CORPORATION for materials 
for the Water Maintenance & 

Service Department. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY 
OF FORT WAYNE, INDIANA: 

SECTION 1. That the contract dated May 31, 1977, 
between the City of Fort Wayne, by and through its Mayor and 
the Board of Public Works, and Clow Corporation for: 

12 6" Duo Solid Sleeves, w/gaskets 

bolts and glands Clow F1208 or equiv. $ 840.00 

6 6" M.J. Gate Valves w/gaskets, 

glands and bolts - open right Clow F5065 762.00 

12 6" Cut-in valves, w/gaskets, glands 

and Bolts - open right Clow F5067 1,560.00 

$3,162.00 

all as more particularly set forth on City Utilities Purchase 
Order No. 8993, which is on file in the Office of the 
Department of Purchasing and is by reference incorporated 
herein, made a part hereof and is hereby in all things 
ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force 
and effect from and after its passage and approval by the 
Mayor. 



approved as to form 
andlegaliiy,. 









Committee on 


Read.the first time in full and on motion by >^X/?vO _. seconded by 

^and duly adopted, read the second time by title and referred to' the 
_ ( and ^be-C atv JNan Commi ssion for 


recommendation) and Public Hearing to be held after due legal notice, dr*the*Gouncil Chambers, 

Gity-Cotinty B uildiii‘g7“ForTWayne , IndianaT on_, the " _day 

of ^ " 



DATE: 

CITY CLERK 

Read the third time in full and on motion by_ ' _ 

seconded by _, and duly adopted, placed on its passage. 

PASSED (LOST) by the following vote: 


TOTAL VOTES 

BURNS 

HINGA 

HUNTER 

MOSES 
NUCKOLS 
SCHMIDT, D. 

SCHMIDT, V. 

STIER 

TALARICO 

DATE: 



NAYS 





ABSTAINED ABSENT TQ-WIT: 



CITY CLERK 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 



(SPECIAL) 

in the 

.TTEST: (SEAL) 


) ORDINANCE 


of the City of Fort Wayne, Indiana, on the _ 

19 77 at the hour of //- ^0$ ' clock /f. M . ,E . S .T. 


CITY CLERK 


Approved and signed by me this ^ 
at the hour ot / Q • -3»Q _o’clock 


_day of 




. 19 % 



MAYOR 






































































































S-77-Q6-23 


We, your Committee on 


REPORT OF THE- COMMITTEE ON CITY UTILITIES 
City Utilities __ _ to whom was referred an Ordinance 


approving a contract with CLOW CORPORATION for materials for the Water Maintenance & 


Service Department. 


have had said Ordinance under consideration and beg leave to report back^to the Common 

Council that said Ordinance , _ PASS. ' T / 

PAUL M. BURNS - CHAIRMAN _ ( - 

FREDRICK R. HUNTER - VICE 

r-—- 

CHAIRMAN 


VIVIAN G. SCHMIDT 



WINFIELD C. MOSES, JR. 


( ^ ^ 

JAMES S. STIER 


L& 


/ CONCURRED UN 

■ e CHARLES W. WESTERMAN, CITY CLERK 









































To H * 

Memorandum 

P. Wehrenberg, Board of Works 

Dat* 

Mav 31. 1977 



Ruth Winget, Purchasina Denartnent 




Subiecfc 

Ouote #996, Sleeves and Valves 








COPIES TO: 


J. Morreale 
B. Drew 


Herewith are quotes (Ouote #996) relating to Purchase 
Order No. 8993 which is prepared favoring Clow Corporation 
for 6" Sleeves, II.J. Gate Valves and Cut-in Valves for Water 
Maintenance & Service Department. 

Four (4) vendors were invited to quote. Only two (2) 
returned quotes,. Clow Corporation being the lowest in the 
amount of $3,162.00. 

Attached are the following documents in support of the 
recommendation for acceptance of Clow Corporation quote: 

1. Copies of vendor's quotes. 

2. Water Maintenance S Service requisition. 

3. Purchase Order 

It is urged that in referring this bid-quote to the City 
Council for enactment of an ordinance, that all of the attached 
items, together with this memorandum (or copies), be included 
with the proposed ordinance. 

Please make sure that no confirming Purchase Order Number 
(s) is given to Clow Corporation until evidence of Council 
■approval is furnished to the Purchasing Department. 



Approved 
















CITY OF FORT WAYNE " 7 ? 0 ' $ J C /3 
DEPARTMENT OF PURCHASES 

One Main Street 
Fort Wayne, Indiana 46802 



Date nay 18 , 1977 


Request for Quotation Mo. 996 


;o be considered your quotation must be received by ; 


M. May 27, 197_7_ 


To: i/cio m corporation 
^/freaty Company 

Cooper Distributing 
Water Works Suppliers 


nantity 

Unit 


T3HTE- 

Price 

Trade 

Disc. 

Extsn3^ 

12 each 


G" Duo Solid Sleeves, w/gaskets bolts and 
glands Clow F1208 or equiv. 




6 each 


G" M.J. Gate Valves, w/gaskets, glands and 
bolts - open right Clow F5707 or equiv. 




12 each 


6" Cut-in Valves, w/gaskets, glands and 
bolts - Open right Clow F5067 or equiv. 






Mark Bid Envelope, 






"OUOt© NO. 9 9 G Due Date 5-27-77 

TOTAL 

1 



‘Terms - 

F.O.3. - 

shipping 
,>chedui<9 - 


Signed,_ 

Data 

Ruth Winget - Buyer 






























, 3 / /l/ ' 

< '= 4 '^- >/6 63 7 


'/■C.Z'aV 


,32So' Q- 

yc-?cg 

t££2^ »-i 





CITY OF FORT WAYM2 
DEPARTMENT OF PURCHASES 

One Main Street 
Fort Wayne, Indiana 46802 


Date 


May in, 1977 


Request for Quotation Ho. 096 

TO ba conaidarad your quotation must ba received by_- M.- «»? 2 I: . „ . 197 -1 

To: 

Clo\/ Corporation • . 

blGUl u. S. 31 north . 

Couth Land, Indiana 4GG37 


uantity Unit 


6" Duo Solid Sleeves, w/gaskets bolts and 
glands Clow F1208 or equiv. 

6" M.J. Gate Valves, w/gaskets, glands and 
bolts - open right Clow F5707 or equiv. 

G" Cut-in Valves, w/gaskets, glands and 
bolts - Open right .Clow F5067 or equiv. 

■* This is an Underwriter Labs & Factory 
Mutual Approved Valve and not the ones 
normally furnished to the Water Dept. 
Listed belowis the Clow #5065- 

6” M/J Gate Valve with lead tipped gaskets. 


Mark Bid Envelope, 

f ’Quoho Mo. 9 9G Due Pats 5-27-77 


v&zsaj* - Net 30 days. 

F.O.B, - Ft - Wayne 

.jhi'ooing 



HOHTE- 5 

Price 

Trade 

Disc. 

Extents 

70.00 


340.0C 

174.00 


1044.0C 

130.00 


1560.0C 




127.00 


762 . 0 ( 




**1 



y . 



TO’ 

3AX. 

.1 



: ign 


Ruth Winget - Buyer 




































me ikemi a v.w* 

- FIELD QUOTATION - 


Customer. 


CITY UTILITIES, GEN ACCTG 037100“ 

4TH FLOOR CITY-COUNTY BLDG 

1 K. MAIN ST. 

£ •/ ; - I »m'- A >J fl. „,flAaa2-XX- 


Engineer. 

Location- 


Quote N2 15341 


/rg; €, IZsk/. 




































































































To be delivered to_ 


City Utilities ^fy]sy/ 3/3?, 

jt-6637 


PURCHASE REQUISITION/ 


Please order the following Material for Delivery as Specified: 

No- 7z£a. 


■7/^ 


7/73 


QUANTITY 

DESCRIPTION 

■?!£■ 

DEPARTMENT 
ESTIMATED COST 



- 



/^Cs 




4V 



-Cc-e^A^. 




- 






37. o-o/^ 





'(7^sr 

^=%T— 




7 ^ ,7 




/X > 



l*-"/ 




/ 

tfJL/L* 

5^2 


-^ r / ^ 

/f^t/ ^ ^ £? 

~tA - - ^tZ<2. 

ff ' 



7 

RECEIVED 



f&A 


REMARKS: 


?f1 AY ^ g 1977 








-3=32, H. ^ 

z Jz. ^ 


> ^ 

1 hereby certify that the work or supplies at 




are necessary for stoc* or use in aepenmem. FWytmawt ^ ^ ^ 

d^^oi3i(yg\ d/ ”/v¥■> 

b.pt. Hud Chars* light- 







































y®OW W tFflDOBTT'BMTOll] 

/ CITY UTILITIES 


DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 


r 


Clow Corporation 
51591 U. S. 31 North 
South Bend, Indiana 


L_ 


1 


J 


^/, 7 

ORIGINAL 8993 ' 

PURCHASE ORDER NO, . _ _ 

Tnis number must appear on each pack¬ 
age, packing slip, invoice, bill of lading, 
express receipt and correspondence. 

3i > i97 ~f 


SHiF TO - 


Water Maintenance & Service Dept, 
415 East Wallace Street 
Port Wayne, Indiana 46803 


MAIL ALL INVO^ T|[l9l - 

GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY. 
INDIANA STATE BOARD OF ACCOUNTS 


6 " Duo Solid Sleeves, w/gaskets bolts 
and glands Clow F1208 or equiv. 


6 " M.J. Gate Valves w/gaskets, glands 
and bolts - open right Clow F5065 

6 ” Cut-in Valves, w/gaskets, glands 
and Bolts - open right Clow F5067 
or equiv. 


Ship 2 weeks or less- 
Per Quote #996 
Net 30 

F.O.B. Fort Wayne 


> 

o 

cd 

<u 

I Send a!! 

SUBJECT TO COUNCILMANTC APPROVAL 4 


RW/pl #4750 



NOTE; TERMS OF PAYMENT MUST 3E SHOWN ON FACE OF INVOICE. OTHERWISE A 2% CASH DISCOUNT WILL BE TAKEN 




CONDITIONS 






















nOjV QUOTE #996 

^ TITLE. OF ORDINANCE special ordinance - city utilities purchase order no. 8993 


DEPARTTETT REQUESTING ORDINANCE 


BOARD OF PUBLIC WORKS 


J- 

Jr SYNOPSIS OF ORDINANCE CITY UTILITIES PURCHASE ORDER NO. 8993 TO clow corporation 


IN AMOUNT OF $3,162.00 FOR SLEEVES, GASKETS BOLTS, GATE VALVES W/GASKETS, GLANDS AND 
BOLTS, AND CUT-IN VALVES, W/GASKETS, GLANDS AND BOLTS FOR THE WATER MAINTENANCE & 
SERVICE DEPT.(ONLY TWO QUOTES WERE RECEIVED) 


(THIS WAS THE LOWEST QUOTE SUBMITTED) 


(SEE ATTACHED MEMORANDUM) 


EFFECT OF PASSAGE . 


WILL HAVE SUPPLIES NECESSARY TO COMPLETE REPAIR WATER LINES 


EFFECT OF NON-PASSAGE _ inability to complete repair of water lines 


MONEY INVOLVED (Direct costs. Expenditures, Savings) $ 3 , 162.00 water water utility 


ASSIGNED TO COMMITTEE 


EP 




























